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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 03801 150902Z 

13 

ACTION NEA-10 

INFO OCT-01 ISO-00 EB-07 OPIC-06 /024 W 

075606 

R 150845Z APR76 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
SECSTATE WASHDC 6509 
INFO AMEMBASSY JIDDA 
AMCONSUL KHAHRAN 
USINT BAGHDAD 

UNCLAS TEHRAN 3801 

EO 11652: NA 
TAGS: BEXP, IR 

SUB: lOGA TRADE MISSIONS: EXPORT ACTION TEAM AND ECONOMIC 
RESOURCES OF MAINE 

REE: STATE 078945, STATE 079249 

1. EMBASSY NOTES CANCELLATION OE TWO SUBJECT MISSIONS ORIGINALLY 
SCHEDULED VISIT IRAN IN MAY. 

2. FOUR-MAN MAINE GROUP PLANNING ARRIVE AS PRIVATE MISSION 
SHOULD NOTE THAT FRIDAY, APRIL 30 IS IRANIAN WEEKEND AND NO 
BUSINESS CAN BE TRANSACTED THAT DAY. ADDITIO DLLY, SATURDAY, MAY 

1 IS EMBASSY WEEKEND (IRANIAN GOVERNMENT AND PRIVATE SECTOR OPEN). 
COMMERCIAL OFFICER WILL CONTACT THEM AT HILTON ON FRIDAY TO DISCUSS 
PLANS. WULTON CONFIRMS RESERVATIONS. ALL LITERATURE ALREADY 
RECEIVED. 

3. RE STATE 079249, ASSUME OPIC INFORMED EXPORT ACTION MISSION 
CANCELLED. 

HELMS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TEHRAN03801 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 43-0069 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760456/aaaabvgp.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 78945, 76 STATE 79249 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUL 2004 by SilvaL0>; APPROVED <08 SEP 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: lOGA TRADE MISSIONS: EXPORT ACTION TEAM AND ECONOMIC RESOURCES OF MAINE 
TAGS: BEXP, IR 
To: COM STATE 
Type: TE 
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